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7 HEADQUARTERS “ . 
_ AIR RESEARCH AND DEVELOPMENT COMMAND 
United States Air Force 
Andrews Air Force Base 
Washington 25, D.C, 


SPECIAL ORDERS) | 3 November 1958 
NUMBER M-11)6) | 


Announcement is made of the establishment of a Proposal Evaluation 
Board for the purpose of evaluating and. selecting an Architect-Engineer- 
ing firm to design a Data Acquisition and. Tracking Station at Ottumwa, 
Iowa, and a Development Control Center facility at Sunnyvale, California. 
The board will convene at 1000 hours on 7 Nov 1958. In the absence of 
the designated Chairman or Recorder, the senior member present at the 
meeting will act as Chairman and the junior member present will perform 
the duties of the Recorder. Upon submission of report the board will be 
dissolved, Authority: Paragraph 5, AFBMDIR 70-1, dated 2), February 1958. | 
The following personnel will constitute the board: 


COL WILLIAM D., ALEXANDER, 19560A AFBMD Chairman 
#COL JAMES S. CAPLES, 29))3A _ AFIR/MRR Member 
#COL ROBERT R. CONNER, 6,14 AFIR/SPR Member 
LTCOL C, C. LOTHAN, 8787A AFEMD Member 
MAJ WARREN DAILEY, 378)9A AFBMD Member 
 4MAJ HARRY F, HEDLUND, AO0772366 BMC(AMC) Member (Non- 
| | , | Voting) 
WR. JOHN H. LEE AFBMD Recorder/ | 
Alt Chairman 


#With concurrence of respective Commanders. 


FOR THE COMMANDER : 
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